DART AEROSPACE LTD 
es Sg ce eae es 

Description: Bracket 
ee ae ak ee ee 


Inspection Dwg: D5093 


Work Order: | č 

eee ees 

:| 5093-1 

eo a ee ete 

po Page tof O| 
FIRST ARTICLE INSPECTION CHECKLIST 


Rev:A 


skin Tolerance Sadia Accept | Reject Method of Comments 
Dimension Dimension Inspection 
@0.180 +0.005/-0.001 

@0.316 +0.006/-0.001 

1.563 +/-0.010 

1.48 +/-0.030 

2.25 +/-0.030 | | 

0.34 +/-0.030 | | 

0.51 +/-0.030 | — | 

311 | mooo | — 

0.47 +/-0.030 

0.67 +/-0.030 

0.050 +/-0.010 
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Measured by: 


Date: 


Audited by: Preliminary Approval: 
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